St  Louis  Cathedral,  New  Orleans,  La.  The  original 
St."  Louis  Cathedral  was  erected  in  1718  by  Don 
Almonester  y  Roxas,  a  wealthy  Spaniard  who 
donated  it  to  the  parish.  Present  building  built  m 
1794. 
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Color  by  Manuel  C.  De  Lerno, 
New  Orleans,  La. 
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